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Figure 9: Weight Unit Equivalents
	
1 grain    -
	.065 grams

1 ounce troy    =
	31 .100 grams

1 pound troy    =
	.373 kilogram

1 ounce standard    =
	28.350 grams

1 pound standard    =
	.454 kilograms

1 short ton    =
	.907 tonneau

1 long ton    =
	.016 tonneaus

1 gram    =
	15.432 grains

1 gram    =
	,032 ounce troy

1 gram    =
	.035 ounce standard

1 kilogram    =
	2.679 pounds troy

1 kilogram    =
	2.205 pounds standard

1 tonneau    =
	1.102 short tons

1 tonneau    =
	.984 long ton

1 tonneau    -
	2204.622 pounds standard

Adapted from; A. Sparling and M. Stuart. Mathematics Made Simple. Garden City, NY: Doubleday & Co.,
Inc., 1962.

Work the following problems associated with weight measure:

1.     How many ounces (standard) are there in a kilogram? Answer:______

2.     How many grams are there In a pound (standard)? Answer:________

3.     How many grams are there in 4 ounces (standard)? Answer:________

4.     How heavy, in standard pounds and ounces, are 235 grams? Answer;
Answers:

1.  = 35.28 ounces

2.  = 454 grams

3.  - 113,4 grams

4.  = 0 Ibs. 8.225 ounces

Units of Volume Measurement

Many work applications of measurement require computing volume measures for containers,
loads to be moved, and time or cost estimates. Volume measurement, as will be explained in
Chapter 4 of this booklet, uses units of cubic measure such as cubic inches, cubic feet or cubic
yards. It also can use units of liquid or dry measure called pints, quarts, gallons and bushels. The
conversion equivalents of metric and conventional units for volume measure are presented in
Figure 10.nts of metric
